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'Tliis irvention .relates fo a h01der .and con- 
tin-effor -a. shaving or  toothbrush out-fit and has 
fon-object.to provide an impoved holder and 
cohiner which may be used ._a coniuer for 
either Comple shaving .or razor outfit or a 
CoMë" othbrush outfit, the shavg .outfiç 
CoSistg .oî a. shaving :cream.be.and razor 
part.widh, co0ra with a part. of the con- 
ine and.'hlder;:whereby the contrer serres 
as:.: haule .and:likewise whiÇH couras-wiçh 
d:.trush ouvrir coisting or .a toothpas 
be, and .. othbrush :head Which cooperas 
ith the Same part .u. the contaér d holder 
Wherèbythe c0ntaine and holder acçs as a oth- 
bsh hanoEe 
. A ther Obect 0fs.venion  to provide 
aolder and«contner fo atothbrush or shav- 
ih ufit, .which Container also inclhdes absorb- 
ènt:,means -for a.bsotbing and .th ding eher 
të :azOr prïor çhe.toothbrush. 
.frther 0bjec.o this invention is  provide 
a-lder nd coçaer wHickmay coopera with 
either a..to6thbsh outfit orà. Shavg outfit for 
bth .cyg the saine and for operating the 
.Sgil.1 a.$urther objetS.of tS invention is . pro- 
vie: à:older: and container hich may be ed 
with either a othbsh outfit or a shaving uutfit, 
wich conçainer  about the size of the usùal 
large bar?el lorrain pen whereby a pair of these 
iCti¤aÂ containers and holders one equipped 
with :à.tootbsh outfit and one equipped with 
aShavg utfi» will. enable the user  be ready 
:clean,hls teèth and to shavê himseg when- 
ever nded 
ihë foregog and other objec in view, 
S Will berCnter ome apparent, çh inven- 
tiOn. comprises btructîons, combinaçions, and 
aangements of pars hereinafter set loch, 
clmèd, and itrad  the accompaing 
drawlng:wherein, 
F« 1  an  elevational view of the contner 
and.holder of ts invention. 
; 2 is a lohgitu sectional view on a 
slightly:larger scaleshowing the holder and con- 
taer eqppedwith the ror. or Shaving out. 
 ig 3 is a silar longitudinal sectionat view 
showg the saine holder and contaer equipped 
with.the toothbsh oust; 
 g.- 4 is a persptive view of the assembled 
raor, utflizg the holder .-a handle therefor. 
 .. ig,. 5 is- a.plan wiew shong, the holder and 
contaer ed as a- handle, for e othbrush, 
 Fig. 6 is a perspective view of the razor blade 
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Fig. 7is a persPectiVe -view 
hOlder.  
Fi 8 is a iberspective -viewïo :th ra6 të 
and 
 5 Fig-. 9. is a seetional viëw.on :lihe 99 0f:.:i. 
There ïs shoWn at fff.theholdeahd bê " 
of çh invençion w¢h is abbu :thé-ë 
shake of a conven$ional heavy.b?eledf0: 
pen. This holder nd contiher  tués 
10 body barel I:1., a-barrel Cap :l:2;-Whi 
a clip I  for secing inin.the pbcE4t-ah:' 
ça.cap .lg. e body ba?rel - 
an external thrad-   cooperá.$iag W-ith- 
ternl cap tead  for seeurig .hè cP 
15 hebaél H. 
Ai the: 0çhë,énd .of çhe arei  liï 
with an itema-1 tèad , ihtb Whih-is.sbe: 
a closuré-plug 8» about Half f :he.«dlosre - 
extending bey0nd the rail end o $He bael 
20 and pr0viding eans for çhreadin he  a 
l g thereon Which is providéd Wih, ah 
thrd 8 coplemenathèfeb. Thrëadèdifi 
or otheise secure ço thè plug 8 is  
shaft  which may be Pr0Vided wiSh a 
25 2 for sëcUrg "the shafç  0 thè lag lSï 
plUg I8 acts  a.closue.for çhWend. 6f 
  an .locatèd. thin the barrC- 1 ag 
plug 18 is a sùitable moisçure asofêat. 
,. a silar moiste absorbeh caSe 4 
30 locad in the bottom ofhe Cap  . 
e cap   is arranged rb ëCèië and 
either a be'  of shaving cream, aS hoWh in 
Fig. 2, Preferably çhe bhles çye, 0f. . ubé 
25 of çoothpas aS shown in .g. 3, Thê 
35  is aanged to contain a ç6oZhbush hé'd:.  
provided with bristleS  and having  fbKlë 
teaded hanoEe sçub 8 whose-çHrèas a.e eï 
plemençary ço the threads on the end of 
. When d as a othbsh' outfiç, thé ub 
g0   thread over the shafçl, and the 
çaer and holder thus act  a handlë for 
açing the brush over one's th.. When fin- 
ished, the head  is removed from the shaft . 
and then çhe head  and ethpasçe çube 6 are 
45 placed back within çhe holder and conainer 
which is reassembled as shown in F. 3, the afl 
cap   being placed over the plug  8 o enclose 
end of shaft  and form a smooth container 
which  hot liable  tear one's pockeç. 
50 When uipped wiçh a razor or shavg outt, 
çhe confiner and holder le act as a handle for 
the razor on the razor, parts. These par in- 
clude a razor clamp 3 having a central tded 
aPerçure  through.which the .shaft 1 may, be 
 threaded into abutmeng with the bck of 



razor blade holder 33 shown in Fig. 7. The razor 
blade clamp 3 ! is provided at its ends with curved 
fingers 34 which fit over the ends of the razor 
blade holder 33 and of the razor blade 35 having 
a single edge 36, the ends of which are notched 
as at 37. 
The blade holder 33 is provided with a back 
ledge 33 substantially at right angles fo the plane 
of the holder 33 and a ïront lip 40 curved down- 
wardly in. the opposite direction from the ledge 
33. Position knobs 4! are provided at each end 
of the curved lip 40 and cooperate wih the 
notches 37 in the blade 35 for positioning the 
blade 35 relative to the blade holder 33. A lon- 
gitudinal slot 42 is located in the bladeholder 33 
so as fo be just under the blade edge 36 when 
the blade is in position thereon. 
To assemble the razor outfit, a blade 35 is placed 
on the holder 33 with its back edge abutting the 
holder ledge 33 and ifs notches 37 abutting the 
positioning knobs 4 I. The blade clamp 31 is then 
placed with its curved fingers 34 extending over 
the ends of the assembled blade and bladeholder. 
The shaft 2! of the holder and container 10 is 
then ttn-eaded through the threaded aperture 32 
in clamp 31 and into contact with the bottom 
of the bladeholder 33, thus pressing the assem- 
bled bladeholder 33 and blade 35 tightiy against 
the insides oï the cm-ved fungers 34, holding the 
blade fa-mly in position with its edge 3S extending 
partly over the bladeholder slot 42. 
The assembled razor is then used in the con- 
ventional manner the same as any ordinarY 
saïety razor, the slot 42 permitting the soap and 
hair to pass therethrough while being used. 
When finished, if is merely disassembled, rinsed, 
if possible, and the shaving cream 25 placed back 
in the cap !2 while the razor parts 3!, 33, and 35 
are placed back in the barrel. As shown, there 
is room for a package oï lîve razor blades 35 
within the barrel !1, thus enabling the user fo 
bave enoush blades available ïor af least rive 
shaves, about the amount of shaving cream that 
would be available in a tube 25 oï the size shown. 
With .the container and holder !0 being iden- 
tical for making up either a shaving outfit or a 
toothbrush outfit, the cost of manufacture and 
distributing costs are considerably lessened and 
a pair of twin outfits, one for teeth and one for 
shaving, would preferably be packaged and mer- 
chandized simultaneously although, of course, 
either outfit could be sold independently. Such 
a pair oï twin outfits would be especially con- 
renient for anyone traveling away from home 
but would be just as convenient under any cir- 
cumstances. Blade and cream or paste replace- 
ments would be readily available ai any drug or 
department store. 
While the preferred form oï this invention 
bas been shown and described, it will be under- 
stood that this invention is hOt restricted to the 
particular detafls of construction and arrange- 
ment hereinbeïore set forth, but that changes in 
such details and construction may be ruade 
within the scope of what is hereinafter claimed 
without departing from the spirit of this inven- 
tion. 
Having thus set forth and disclosed the nature 
of this invention, what is claimed is: 
1. A fountain pen size personal cleaning im- 
plement outfit holder and container comprising 
a cylindrical body barrel open at one end, a 
closure cap trranged fo be detachably secured 
over the open end of said body barrel, a threaded 
shaft extending from the rail end of said body 
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barrel, said body cap being arranged to receive 
an implemen cooperating paste tube, said body 
barrel being arranged to receive and contain per- 
sonal cleaning implement parts, one of which has 
 a threaded aperture therethrough complemen- 
tary to said threaded shaft, whereby said 
threaded shaft may cooperate with the assembled 
implement parts to provide a complete personal 
cleaning implement, and a moisture absorbent 
le means mounted within said holder and container. 
2. A fountain pen size shaving outfit holder 
and container comprising an open cylindrical 
body barrel of substantially uniform diameter, 
a closm-e plug secm-ed in the rail end of said body 
]» barrel, a closure cap arranged tobe secured onto 
the other end of said body barrel, a rail cap 
arranged tobe secured over the rail end of said 
body barrel, a threaded shaft extending from 
said closure plug, said body cap being arranged 
20 to receive a shaving paste tube, said body barrel 
being rranged fo :receive and contain razor 
parts, one razor part having a threaded aperture 
therethrough complementary to said threaded 
shaft, whereby said threaded shaft may cooperate 
25 with the razor part threaded aperture of the 
assembled razor parts fo provide a complete 
safety razor, and a moisture absorbent means 
mounted within said holder and container. 
3. A fountain pen size toothbrush outfit holder 
S0 and container comprising a cylindrical body bar- 
rel open ai both ends, a closure plug threaded 
into the rail end Of said body barrel, a closure 
cap threaded onto the other end of said body 
barrel, said closure cap having a pocket clip 
35 attached thereto, a rail cap arranged .to be 
threaded on the end of said threaded rail en- 
closure plug, a threaded shaft, and means for 
securing said threaded shaft to said closure plug, 
said closure cap being arranged to receive a tube 
40 of toothpaste, said body barrel being arranged 
fo receive a toothbrush bristle head, the bristle 
head inclucUng a stub handle having a threaded 
end complementary to said threaded shaft, 
whereby said threaded shaït may cooperate with 
45 the threaded end of the toothbrush head and 
provide a complete toothbrush, and an absorbent 
means mounted in said barrel cap and said bar- 
rel body. 
4. A fountain pen size toothbrush outfit holder 
50 and containe.r comprising a cylindrical body bar- 
rel, a cylindrical barrel cap threadably securable 
thereon af one open end of said body barrel, a 
plug threaded into and extending from the other 
end of said body barrel, a threaded shaft extend- 
55 ing from said plug, a rail cap securable over 
said shaït fo said plu.g, and a toothbrush bristle 
head having a threaded end complementary to 
the said threaded shaft and arranged tobe re- 
ceived thereon and provide a complete tooth- 
60 brush with said body barrel and cap acting as 
a handle, said barrel and said cap being ar- 
ranged to hold and store said bristie head and a 
dentrifice supply, and a moisture absorbent 
means mounted within said holder and container. 
65 5. A fountain pen size personal cleaning im- 
plement outfit holder and container comprising 
a cylindrical body barrel, a cylindrical barrel cap 
threadably securable thereon atone open end 
oï said body barrel, a plug threaded into and ex- 
70 tending ïrom the other end of said body barrel, 
a threaded shaft extending from said plug, a rail 
cap securable over said shaft to said plug, and 
a personal implement head having a threaded 
portion complementary to said threaded shaf 
75 and arranged tobe received thereon and proVide 
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a comPlete personal cleaning implement with said 
body barrel and cap acting as a handle, said bar- 
tel and said cap being arranged fo hold and store 
said personal implement head and an implemenç 
cooperating cleaning matirial supply, and a mois- 
ture absorbenç means mounted wiçhin said holder 
and coniainer. 
6. A founiain pen size personal cleanini imPle- 
ment outfii holder and container comprising a 
cylindrical body barrel, a cylindrical barrel cap 
threadably securable thereon ai one open end 
of said body barrel, a plug threaded into and 
extending from the other end of said body barrel, 
a threaded shaft extending from said plug, a tail 
cap securable over said shaft to said plug, and 
a personal implement head having a threaded 
portion complementary to said threaded shafç 
and arranged tobe received thereon and provide 
a complete personal cleaning imPlimint with 
said body barrel and cap acting as a handli, said 
barrel and said cap being arranged to hold and 
store said personal implement head and an im- 
plement cooperatinE cleaning matorial supply, 
and a moisture absorbent means mounted within 
said holdir and container, said personal cleaning 
implement being a razor, said cleaning material 
supply being a shaving paste tube. 
ï. A ïountain pen size personal cleaning im- 
plement outfit holder and container comprising 
a cylindrical body barrel, a cylindrical barrel 
cap threadably securable thereon ai one open 
end of said body barrel, a plug threaded into 
and extendini from the other end of said body 
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barrel, a threaded shaft extending from said 
plug, a rail cap securable over said shaft to said 
plug, and a personal implement head having a 
threaded portion complementary to said çhread- 
5 ed shaft and arranged tobe received thereon and 
provide a«complete personal cleaning implement 
with said body barrel and cap acting as a handle, 
said barrel and said cap being arranged to hold 
and store said personal implement head and 
10 an implement cooperatinE cleaning material sup- 
ply, and a moisture absorbent means mounted 
within said holder and container, said personal 
cleaning lmplement being a toothbrush, said 
implement head beinE a toothbrush bristle head, 
15 and said cleaning material supply being a tooth 
paste tube. 
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